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The Dallas County Commission agreed Tuesday to let director Oliver Stone 
use the sixth floor of the former Texas School Book Depository for filming of 
his movie " JFK, " about the investigation into the assassination of President 
John F. Kennedy. The commissioners voted 3-2 to reverse a previous decision to 
deny access to the sixth floor, now an assassination museum. Previously, they 
had tentatively approved the director's use of the vacant seventh floor and 
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the building's exterior. Stone will be allowed to use the window perch from 
which, according to the Warren Commission's report, Lee Harvey Oswald shot 
Kennedy on Nov. 22, 1963. 


TERMS: TEXAS; CITY; MOVIE; BUILDING; BIOGRAPHY; SHOOTING; DEATH 


Press Alt-H for Help or Alt-Q to Quit. 


LEXIS' NEXIS ' LEXIS' HEXIS * LEXIS' NEXIS 

Services of Mead Data Central, Inc. 


